I Think You Will Love This Music Too - Montage #97 


“Requiem in d-Moll” 


Elapsed 
/ Repere 

Work Details / Details 

Performer(s) / Interprete(s) 


Wolfgang Amadeus MOZART (1756-1791) 


00:00 

Ave verum corpus, K. 618 

David Halls, Organ/Orgue 

Instrument: Willis (1877), Salisbury 

Cathedral 

Salisbury Cathedral Choir 

Richard Seal, conducting/direction 


Requiem in D Minor/en re mineur, K.626 
(completed by/acheve par Franz Xaver Sussmayr) 
[Texte: Latin traditionnel/traditional latin] 

Wilma Lipp, Soprano , Hilde Rossl-Majdan, 
Alto, Anton Dermota, Tenor, Walter Berry, 
Bass(e) 

Wolfgang Meyer, Organ/orgue 

Instrument: Schuke-Orgel, Berliner 
Philharmonie 

Wiener Singverein & Berliner Philharmoniker 
Herbert von Karajan, conducting/direction 

03:18 

1. Introitus 


09:18 

II. Kyrie 


12:09 

III. Sequenz: Dies Irae/ Tuba Mirum / Rex 
Tremendae / Recordare / Confutatis / Lacrimosa 


32:40 

IV. Offertorium: Domine Jesu / Hostias 


42:06 

V. Sanctus 


43:55 

VI. Benedictus 


49:09 

VII. Agnus Dei 


53:05 

VIII. Communio: Lux Aeterna 



















Elapsed 
/ Repere 

Work Details / Details 

Performer(s) / Interprete(s) 

59:40 

«Laudate Dominum» from/extrait de Vesperae 
solennes de confessore, K 339: 

Maria Stader, Soprano 

Wolfgang Meyer, Organ/orgue 

Helmut Heller, violin/violon solo 

RIAS Kammerchor 
Radio-Symphonie-Orchester Berlin 

Ferenc Fricsay, conducting/direction 

64:57 

Exsultate, jubilate, K 165 

Cecilia Bartoli, Mezzo-Soprano 

Wiener Kammerorchester 

Gyorgy Fischer, conducting/direction 

(Tota 

- 79:29) 











